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Message Text 

UNCLASSIFIED 

PAGE 01 MONTEV 05372 172218Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

026216 181313Z/43 

R 171738Z NOV 77 
FM AMEMBASSY MONTEVIDEO 
TO USDOC 

INFO SECSTATE WASHDC 5255 

UNCLAS MONTEVIDEO 5372 

PASS TO: USDOC/BIC/OED/MEPD 

E.O. 11652: N/A 
TAGS: BENC, UY 

SUB J : MAJOR PROJECT: 245 KILOMETER POWER TRANSMISSION LINE 
REF: A. MONTEVIDEO 5050 B. STATE 271463 

1 . THE URUGUAYAN STATE-OWNED ELECTRIC UTILITY COMPANY (UTE) 

HAS REQUESTED BIDS FOR THE CONSTRUCTION OF A 150KV, 245 
KILOMETER LONG POWER LINE SUPPORTED BY CONCRETE OR METAL 
TOWERS. THE PROJECT CALLS FOR A TURNKEY INSTALLATION 
HAVING A TOTAL COST OF ABOUT US $8.0 MILLION. THE DESIGN 
WORK HAS NOT BEEN DONE; IT IS INTENDED TO BE PART OF THE 
TURNKEY INSTALLATION COSTS. 

2. THE CIVIL WORK MUST BE DONE BY A LOCAL CONTRACTOR 
SELECTED BY THE FIRM CHOSEN TO UNDERTAKE THE TURNKEY PROJECT. 

THE WINNING FIRM MUST ALSO HIRE THE SERVICES OF A LOCAL 
ENGINEER TO SIGN ALL TECHNICAL DOCUMENTS AND TO HAVE A LOCAL 
RESIDENT CERTIFIED TO ACT ON BEHALF OF THE FIRM. OFTEN THESE 
FUNCTIONS ARE PERFORMED BY THE SAME INDIVIDUAL OR FIRM. TWO 
CONSTRUCTION FIRMS MEETING THESE NEEDS ARE: 

TECHINT 

PLAZA INDEPENDENCE 376 P. 8 ESC. 3 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MONTEV 05372 172218Z 
MONTEVIDEO. URUGUAY 
SACEEM 

CALLE TREINTA Y TRES 1468 
MONTEVIDEO. URUGUAY 

3. THE PROJECT MUST BE FINANCED BY THE SUPPLIER. PREQUALI- 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

FICATION OF FIRMS IS STIPULATED IN THE PROJECT SPECIFI- 
CATIONS. A JANUARY 20, 1978 DEADLINE FOR BID SUBMISSION 
HAS BEEN ESTABLISHED. 

4. THE PROJECT IS DESIGNED TO TRANSMIT THE ENTIRE POWER 
NEEDS OF THE CITIES OF RIVERA AND TACUAREMBO FROM THE 
RINCON DEL BONETE DAM. CURRENTLY, THESE CITIES OBTAIN 
THEIR ENERGY NEEDS FROM DIESEL POWER PLANTS AND FROM 
ELECTRIC POWER PURCHASED FROM BRAZIL. 

PEZZULLO 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 17-Nov-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MONTEV05372 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770428-0106 

Format: TEL 

From: MONTEVIDEO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771 148/aaaaboke.tel 

Line Count: 72 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 7961 bl 1 7-c288-dd1 1 -92da-001 cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 MONTEVIDEO 5050 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 550619 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: 245 KILOMETER POWER TRANSMISSION LINE 
TAGS: BENC, UY 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7961b117-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



